03-30 


SERVICE SPECIFICATIONS 


IGNITION 


TORQUE SPECIFICATION 


2AZ-FE 


Part Tightened 

Nm 

kgfcm 

ft-lbf 

Spark plug x Cylinder head cover 

19 

194 

14 

Ignition coil x Cylinder head cover 

9.0 

92 

80 in.lbf 


3MZ-FE 


Part Tightened 

Nm 

kgfcm 

ft-lbf 

Spark plug x Cylinder head cover 

25 

225 

18.5 

Ignition coil x Cylinder head cover 

8.0 

82 

71 in.lbf 
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